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Chapter 1 by BALLER33 

There once was a super bowl the Minnesota Vikings vs. Cleveland Browns and the Vikings had 

the easiest team in the NFL the the game was tied and there was 0.02 time left the Browns had 
the ball on the Vikings 20 Johnny Manziel had to scramble out of the pocket and stared running 
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Chapter 2 by CHA$E CA 


He got Tackled on the one yard line but the refs said it was atd 


Write a draft for chapter 3 of 8 
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